VZCZCXRO4580 

00  RUEHAG  RUEHAO  RUEHAP  RUEHAST  RUEHAT  RUEHBC  RUEHBI  RUEHBL  RUEHBZ 
RUEHCD  RUEHCHI  RUEHCI  RUEHCN  RUEHDA  RUEHDBU  RUEHDE  RUEHDF  RUEHDH 
RUEHDT  RUEHDU  RUEHED  RUEHEL  RUEHFK  RUEHFL  RUEHGA  RUEHGD  RUEHGH  RUEHGI 
RUEHGR  RUEHHA  RUEHHM  RUEHHO  RUEHHT  RUEHIHL  RUEHIK  RUEHJO  RUEHJS  RUEHKN 
RUEHKR  RUEHKSO  RUEHKUK  RUEHKW  RUEHLA  RUEHLH  RUEHLN  RUEHLZ  RUEHMA 
RUEHMC  RUEHMJ  RUEHMR  RUEHMRE  RUEHMT  RUEHNAG  RUEHNEH  RUEHNG  RUEHNH 
RUEHNL  RUEHNP  RUEHNZ  RUEHPA  RUEHPB  RUEHPD  RUEHPOD  RUEHPT  RUEHPW  RUEHQU 
RUEHRD  RUEHRG  RUEHRN  RUEHROV  RUEHRS  RUEHSK  RUEHTM  RUEHTRO  RUEHVC 
RUEHVK  RUEHYG 
DE  RUEHC  #4367  0481717 
ZNR  UUUUU  ZZH 
O 171702Z  FEB  09 
FM  SECSTATE  WASHDC 

TO  ALL  DIPLOMATIC  AND  CONSULAR  POSTS  COLLECTIVE  IMMEDIATE 
RUEHTRO/AMEMBASSY  TRIPOLI  IMMEDIATE  5647 

UNCLAS  STATE  014367 


SIPDIS 

E.O.  12958:  N/A 

TAGS:  ACOA  AMGT  ANET  KRIM  CF 

SUBJECT:  BRAZZAVILLE  - NEW  KEY  OFFICE  TELEPHONE  NUMBERS 


t_l . Effective  immediately  new  telephone  numbers  for  key 
offices  of  U.S.  Embassy  Brazzaville  are  indicated  as 
follows.  All  Direct  Inward  Dialing  (DID)  extensions 
referenced  for  NEC  Brazzaville  are  preceded  by  Rep.  of 
Congo  Country  Code  242. 


242-612-2000 

242-612-2025 

242-612-2110 

242-612-2019 

242-612-2145 

242-612-2131 

242-612-2012 


- Main  Embassy  Switchboard 

- Executive  Office 

- Regional  Security  Office 

- Management  Office 

- Information  Programs  Center  (IPC) 

- Facilities  Management  Office 
Consular  Office 


T2 . International  Voice  Gateway  (IVG)  prefix  for  U.S. 
Embassy  Brazzaville  remains  the  same  at  551.  To  call  the 
mission  via  IVG,  dial  551  and  last  four  digits  of  desired 
office;  i.e.  to  call  IMO/IPC  Brazzaville  via  IVG,  dial 
551-2145. 

CLINTON 


